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STATINTL 


OGC Has Reviewed 


OGC 73-0399 


9 March 1973 


MEMORANDUM FOR: Chief, Certification Branch, C&L 

Division, Office of Finance STATINTL 

SUBJECT: Automobile Accident- 

I mflBHX STATINTL 


The facts of the accident of 20 December 1972 which 
occurred on the North Road, Headquarters Building, as 
described in the attached, are such as to make the Government 
liable under the Federal Tort Claims Act. A claim in the amount 

STATINTL 

of $126. 35 (estimate totalling $89. 14 and cost to repair muffler 



Att: Background File 


cc: C/C&L Division 

OL/Motor Pool Branch 
OS /Safety Officer 

GMB:ks 


Distribution: 

Original -. Addressee w /background (OGC 73-0351) 
ACCIDENTS 
1 - GMB Signer 
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